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UNCLASSIFIED 

PAGE 01 STATE 081666 

72 

ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-05 RSC-01 /017 R 
66618 

DRAFTED BY COMM/BIC/OIM/LAD:TPCLARY 
APPROVED BY F.B/OC. A/RF.P:! . AKI JEFORTH 
STATE/FBO(INFO) COMM/BIC/OIM/LAD:EHEISER, ACTING, RMD 
COMM/BIC/OIM/DESIGN:TDISTEFANO 

017929 

R 2222 15Z APR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY MEXICO 

UNCLAS STATE 081666 

E.O. 11652: N/A 
TAGS: BEXP, NA 

SUBJ: TRADE CENTER DRAINAGE PROBLEM 

WE ARE ADVISED THAT USDOC CONCERNED OF DAMAGE AND 
INCONVENIENCE TO EXHIBITIONS THAT COULD RESULT IN WATER 
BACK-UP IN TRADE CENTER IF AUTOMATIC CHECK VALVE IS NOT 
INSTALLED IN DRAINAGE SYSTEM IMMEDIATELY. RAINY SEASON WILL 
BEGIN SHORTLY, SIMILAR FLOODING PROBLEMS AS EXPERIENCED LAST 
TWO YEARS COULD RESULT IF ACTION NOT TAKEN. $406.25 U.S. 

WAS OBLIGATED AND WORK AUTHORIZED EARLY 1973 FOR VALVE 
TO BE INSTALLED BY CONSTRUCTORA MAHRNOS. WE WOULD 
APPRECIATE EMBASSY'S IMMEDIATE ATTENTION TO THIS MATTER. 
ADVISE. KISSINGER 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE081666 

Document Source: CORE 

Document Unique ID: 00 

Drafter: TPCLARY 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740094-0681 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740424/aaaaautm.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 OCT 2002 by boyleja>; APPROVED <27 DEC 2002 by shawdg> 

Review Markings: 
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EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRADE CENTER DRAINAGE PROBLEM WE ARE ADVISED THAT USDOC CONCERNED OF DAMAGE AND 
TAGS: BEXP, NA 
To: MEXICO 
Type: TE 
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